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Washington, D.C.20505 


28 January 1982 


MEMORANDUM FOR HOLDERS OF DIRECTOR OF CENTRAL INTELLIGENCE DIRECTIVES 
SUBJECT : Rescission of DCID 1/8 


With the approval of new DCI directives establishing the National 
Foreign Intellgence Board and National Foreign Intelligence Council, 


DCID 1/8, effective 6 May 1978, is herewith rescinded. 


TLLAAM OS cast 
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